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Message Text 

CONFIDENTIAL 

PAGE 01 PRAGUE 00684 151936Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO /018W 

123988 160631Z/10 

R 151344Z MAR 78 
FM AMEMBASSY PRAGUE 
TO SECSTATE WASHDC 4932 
INFO AMCONSUL FRANKFURT 

CONFIDENTIAL PRAGUE 0684 

DEPT FOR SY/OPS/T: FRANKFURT FOR OIC.RTC 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: AUTOSCAN MALFUNCTIONS 

REFS (A) MEMO OF FEB 14, 1978 FROM OIC, RTC TO RSO, PRAGUE 
(B) MEMO OF FEB 10, 1978 FROM RSO, PRAGUE TO CHIEF, SY/OPS/T 

1 . DSI-500 COUPLER HAS CONTINUED MALFUNCTIONING IN MANNER 
DESCRIBED IN REF B. 

2. TROUBLESHOOTING TECHNIQUES DESCRIBED IN REF A WERE DONE AND 
CAUSED NO CHANGE IN PERFORMANCE OF UNIT. 

3. VISUAL INSPECTION OF PCB COMPONENTS REVEALED ONE 
RESISTOR HAS RECEIVED EXCESSIVE HEAT. IIT IS LOCATED ON 
BOTTOM RIGHT CORNER OF CLOCK AND KEYBOARD INTERFACE PCB 
UTILIZED IN SLOT TWO AND IS R5 IN SCHEMATIC DIAGRAM (0.1 OHMS). 
RESISTANCE MEASURED ACROSS IT.ONE END IS OPEN AS IT TERMINATES 
IN THE CONNECTOR STRIP, PRODUCED READING OF ZERO OHMS. SIMILAR 
MEASUREMENTS ACROSS FIVE 30 UF CAPACITORS CONNECTED TO OTHER END OF 
R5 SHOWED READINGS OF 0.2 OHMS ACROSS EACH ONE. MEASUREMENTS TAKEN 
WITH VOLTHOMETER. 

4. CIRCUIT BOARD BEARS NUMBER 8478-16 AT TOP CENTER AND 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 PRAGUE 00684 151936Z 

NUMBER 40008-126-01-03 IMMEDIATELY BELOW LETTERING NEAR TOP. 

5. SOURCE OF HEAT BELIEVED TO BE EXCESSIVE CURRENT, BUT IS 
ORIGIN IS NOT KNOWN. NO OTHER COMPONENTS ON ANY PCB'S 
APPEARED DAMAGED. 

6. PLEASE FORWARD REPLACEMENT PCB AND ADVISE ANY OTHER 
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APPROPRIATE TROUBLESHOOTING TECHNIQUES. 

7. AUTOSCAN FREQUENCY COUNTER CONTINUES TO MALFUNCTION 
AS DESCRIBED IN REF B. PLEASE CONFIRM REPLACEMENT WILL 
BE FORWARDED AS REQUESTED IN REF B. 

BYRNE 


CONFIDENTIAL 


NNN 
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